GROTTO  OF  MOST  PRECIOUS  BLOOD  CHURCH 

Hazleton,  Pa. 
This  beautiful  Grotto  with  a  variety  of  gorgeous 
Flowers,  its  fountains  of  Rosso-Rubino  Marble  of 
Massa-Carrara,  (Italy)  its  artistic  Croup  of  Way  of 
the  Cross  and  its  brilliant  color  scheme  of  illumina- 
tion, was  inaugurated  in  October  of  1945  and 
beckons  thousands  of  devoted  visitors  from  all  parts 
of  the  Country  throughout  the  entire  year. 


